UNITARIAN  MEMORIAL  CHURCH 

Fairhaven,  Massachusetts 

Erected  in  1905  by  Henry  H.  Rogers  as  a  memori- 
al to  his  wife  Abbie  P.  Rogers,  tlie  church  is  built 
in  the  style  of  an  English  Close  from  Fairhaven 
granite. 
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